1                '  Ida 

\            '  'A. 

GREEK  ORTHODOX  CHURCH  OF  THE  ARCHANGELS 
Bedford  &  Third  Streets 
Stamford,  Conn. 

This  magnificent  edifice  is  the  only  authentic 
11th  century  style  Byzantine  Church  in  the  Western 
Hemisphere. 
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